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Abstract 


Circulation control technology uses tangential blowing around a rounded trailing edge or a 
leading edge to change the force and moment characteristics of an aerodynamic body. This 
technology has been applied to circular cylinders, wings, helicopter rotors, and even to 
automobiles for improved aerodynamic performance. Only limited research has been conducted 
on the acoustic of this technology. Since wing flaps contribute to the environmental noise of an 
aircraft, an alternate blown high lift system without complex mechanical flaps could prove 
beneficial in reducing the noise of an approaching aircraft. Thus, in this study, a direct 
comparison of the acoustic characteristics of high lift systems employing a circulation control 
wing configuration and a conventional wing flapped configuration has been made. These results 
indicate that acoustically, a circulation control wing high lift system could be considerably more 
acceptable than a wing with conventional mechanical flaps. 
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Nomenclature 


a - Speed of sound 
c - Chord 

c e - Airfoil lift coefficient 
CCW - Circulation control wing 


C|l 


mV , 

qS 


h - Slot height 
m - Mass flow 
p - Pressure 

q - Vi pV 2 (dynamic pressure) 

R - Radial distance from jet exit to measurement location 

r - Radius of CCW surface 

Re - Reynolds number 

SPL - Sound Pressure Level 

T - Temperature 

V - Velocity 

a - Angle of attack 

0 - Polar angle (with respect to the flow axis) 

p - Density 

Subscripts 

s - Associated with slot 
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T - Associated with tunnel freestream 


j - Associated with jet 
o - Ambient condition 


Introduction 


One of the major environmental dilemmas facing today’s aircraft industry is noise 
pollution from aircraft, especially around the airport. There is a large emphasis on minimizing 
community noise due to operation of aircraft at and around the airport. Thus, airlines, aircraft 
manufacturers, NASA and the FAA have made reducing aircraft noise a priority. NASA has 
proposed a goal of lowering total aircraft noise emissions by 20 EPNdB by year 2020. 

In order to meet this goal, NASA and other organizations have been encouraging 
innovative research to help reduce aircraft noise. Since a major contributor to aircraft noise on 
approach is airframe noise (or perhaps even on takeoff if the engine noise is eliminated), 
reducing this noise would be helpful in reaching the industry goals. The major airframe noise 
contributors are the landing gear, the slats, and the flaps. Much work has been done in these 
areas in the last five years in an effort to reduce their noise emissions. Of course, the best 
solution would be to have an aircraft without these protrusions into the flow field. Obviously an 
aircraft without landing gear would have serious drawbacks, but there are alternate high-lift 
systems that could replace conventional wing flaps and slats which have shown great promise in 
maintaining and even surpassing the lifting benefits of conventional flaps. 

Circulation control wings (CCW) have been researched and developed extensively, 
primarily for the purpose of increasing performance and reducing or replacing the conventional 
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flap system of an aircraft. 1 Over the years the CCW systems have gone through many 
configuration designs for many different applications, including versions for rotorcraft, fighter 
aircraft, and short haul transports. 1 However, there has been limited research conducted 
investigating the possible acoustic benefits provided by such a system, other than occasional 
references to smaller noise footprints due to shorter take-off and landing distances. The only 
known work on acoustics of CCW is that of Salikuddin, Brown and Ahuja 2 where they evaluated 
the noise field of an upper surface blown wing with circulation control. That study, however, did 
not provide an indication of the acoustic benefits of a circulation control wing versus a 
conventional wing for the same lift. 

Since CCW systems have already been shown as an adequate replacement for 
conventional flap systems in the aerodynamic realm, 1 they are immediately a candidate for 
reducing airframe noise since they eliminate much of the structure of the conventional flap 
system that protrudes into the flow. However, there are many issues that need to be resolved 
before the claims of lower noise are validated. Since the CCW system has never been evaluated 
on an acoustics basis, it must be optimized for this, while maintaining, at a minimum, the lift 
characteristics of a conventional system. The acoustic impact of several parameters must be 
investigated, such as the blowing slot height, slot velocity, and CCW geometric configuration 
(i.e., flap type and deflection angle). In order to correctly define the best combination, new areas 
of research will have to be investigated, including jet noise of extremely high aspect ratio 
nozzles, and the effects of jet turning on its noise propagation. These many issues are the 
motivation of the present study. The current work involves both experimental and computational 
efforts. Only experimental results are presented in this paper. Computational results are 
presented in Part II of this article and in Reference [3]. 
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The circulation control wing (CCW) concept has been researched since the 1960s. The 
CCW uses a rounded trailing edge (figure 1). 1 Air is blown tangentially along the upper surface 
from a plenum supply inside the wing through a slot just upstream of the rounded trailing edge. 
Blowing moves the upper surface separation point around the trailing edge, thus changing the 
trailing edge stagnation point location, and hence the circulation for the entire wing. The higher- 
speed air moving along the surface also causes a suction peak in this region and contributes to 
increased lift. 

The slot flow remains attached to the surface due to the so-called Coanda effect. 4 At low 


blowing velocities, the tangential blowing behaves similar to a boundary layer control device by 
adding energy to the slow moving flow near the surface. At higher blowing rates, the lift is 
increased by the change in circulation described above. A CCW can be designed without any 
mechanical moving elements if desired. This is achieved using a rounded trailing edge, where 
the amount of lift is controlled by the pressure valve to the supply plenum. This eliminates the 
need for flaps with hinges, tracks, screw drives and hydraulics. 

The increment in lift generated is controlled by the non-dimensional parameter Cp, 
defined using slot and freestream properties. 


C 


n 


mVs 

q-S 


or 


mV, 


With a wing, the non-dimensionalizing area is the wing surface, S. For an airfoil, typically Cp is 


given in Cp/ft since the chord is the only available reference length. In general, a given Cp will 
provide a given increment in the lift coefficient over the entire range of angles of attack below 
stall. The exception to this is when the slot jet velocities or slot heights are large enough to cause 
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the jet to separate prematurely. Thus, Cp is used extensively in the literature when discussing 
circulation control. 

The large circular trailing edges used in many of the early experiments evolved into a 
dual-radius hinged flap, mainly because the non-sharp trailing edge greatly increased drag. 1 ' 6 ' 7 ’ 8 
The hinged flap was a compromise of several desired features. The flap had a curved upper 
surface, like the cylindrical trailing edge, but a flat lower surface. This overcame the problem of 
high drag in cruise associated with the non-sharp trailing edge of the early designs. Overall, the 
hinged flap dual-radius design still maintained most of the circulation-control lift advantages but 
greatly reduced the drag problem associated with the circular trailing edge system. 

The flap itself has several mechanical advantages compared to conventional Fowler flap 
systems. The flap is about V* to 1/3 the size of a conventional flap. This means lower flap 

o 

weight, and thus fewer structural components are required to hold it in place. The flap is also a 
simple hinged flap, rather than a complex Fowler type flap that requires complex gearing, tracks, 
and through gaps, which most likely contribute to airframe noise on their own. The reduced size 
and simplicity of the CCW system even with a small flap clearly offers some advantage over a 
conventional system. 

There are many potential uses for circulation control. However, the two applications that 
have received the most research attention have been circulation control rotors (CCR) and CCW 
applied to an aircraft for short take-off and landing (STOL) capability. The reader is referred to 
references [1] and [5] where further details and citations on CCW research can be found. Some 
research pertinent to the present work is briefly mentioned below. 

The Navy sponsored a full-scale flight test program on an A-6/CCW in the late 1970s. 
The design, tests and results are documented in references [9, 10 and 11]. Research has also 
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been done to investigate applying the circulation control system to a Boeing 737 type of aircraft. 
A summary of the effort is documented in reference [6]. The only known acoustic work on 
CCW configurations was performed by Salikuddin, Brown and Ahuja. 2 There are other potential 
uses for circulation control, including automotive applications ' and helicopters ’ where noise 
reduction may also be appropriate. The acoustic benefits shown in this paper should be 
applicable to other areas also. 


Facilities and Instrumentation 


The anechoic flight simulation facility (AFSF) was used in the experiments. It is located 
at Georgia Tech Research Institute (GTRI) located at its Cobb County Research Facility in 
Smyrna, GA. The AFSF operates in an open jet wind tunnel configuration. It is an anechoic 
facility that allows acoustic measurements to be made in the presence of a freestream (see figure 
2). The tunnel inlet has a square inlet which converges down to a 28-inch round duct. The duct 
terminates in an anechoic room as an open jet. Protruding out from the downstream wall is the 
collector, which is 4 ft. wide by 5 ft. high. The collector duct extends outside the building and 
ends at a centrifugal fan powered by a diesel engine. The facility is open circuit, drawing air 
from outdoors. The details of the facility can be found in references [14 and 15]. 

In the current experiments, the wings are mounted via mounting brackets to the open jet. 
This locates the wing across the jet opening immediately downstream of the end of the duct. 
Figure 3 shows one of the conventional wings mounted at the exit of the open jet. The ambient 
pressure in the chamber, the plenum pressure for the slot, pressures in the air supply line venturi 
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mass flow meter, and pressure in the inlet (for freestream velocity) were monitored on individual 
pressure transducers and manually recorded for each test point. 

Acoustic measurements were made with B & K, 4135, 14" microphones. One 
microphone was mounted on a traverse system that translated the microphone from angles of 30° 
to 90° (where 0° is the freestream direction). This system was arranged to make all 
measurements in the fly-over plane. The microphone was connected to a multi-channel digital 
frequency analyzer, which is run by software on a PC. 

Figure 4 shows a schematic of the blowing system for the CCW. It consists of high- 
pressure % inch tubing, a mass flow venturi, pressure gauges, and a muffler. On the upstream 
end, the tubing is connected to an existing high-pressure line with a control valve upstream. The 
flow passes through a mass flow venturi, and then goes through more tubing to an in-house built 
muffler which absorbs the upstream valve noise. Downstream of the muffler, the air passes 
through more tubing to inlets for the CCW plenum. 

Test Models 

The test model wing used in reference [6] was used as the test model for this study. This 
CCW model, shown in figure 5, has a supercritical baseline airfoil shape, but has many different 
detachable CCW trailing edge configurations. These included different sized flaps and 
cylindrical trailing edges. Based on past aerodynamic studies, the best overall aerodynamic 
characteristics were obtained with the small CCW flap configurations. The small deflectable 
flap allowed for low drag during cruise, but by blowing over the curved upper surface with the 
flap deflected, significant flow turning could still be achieved when desired. The highest lift 
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configuration was found to be with the flap deflected 90°. This was used as the starting 
configuration for the current acoustic tests. 

The conventional wing had the same general shape as the CCW over most of the chord. 
However, its trailing edge was altered with a cut-out for a stowed flap. A single- slotted Fowler 
flap was attached. Two different flaps were tested. The flap was deflected 30° or 40° from the 
chord line to simulate a landing configuration. Both flaps spanned the entire wing, but one flap 
had a cut-out in at the mid-span point. Figure 6 shows the airfoil profile of the model and a 
drawing depicting the flap cut-out. Figure 3 is a photo of the model installed in the AFSF. The 
cut-out is to simulate the cut-outs on a real aircraft. Cut-outs are often present for structural 
reasons or to prevent engine exhaust from impinging on a lowered flap. 


Technical Approach 


The current work focused on optimizing a CCW system for low noise impact while 
maintaining aerodynamic performance sufficient for direct comparison to a conventional flapped 
wing configuration. The first step was to determine if and how a CCW configuration can have 
lower noise than a conventional system. This step involved side-by-side comparison of 
representative configurations under the same conditions, i.e., the same freestream flow and lift 
conditions. Since there are several variations of CCW systems that have been researched, a basic 
study of different CCW configurations was done. Since the test models were used in other 
aerodynamic experiments, this also allowed the use of this data when making the acoustic 
comparisons. 
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The optimized blowing configuration was compared with a conventional wing system. 
Basic noise spectra of the CCW and conventional wing configurations were acquired at several 
mean flow velocities and angle of attack. Specific cases where the different configurations had 
the same lift coefficient were then compared directly. Lift data from previous studies were used 
for this comparison. 


Results and Discussion 


Acoustic Optimization of Existing CCW State-of-the-Art Configurations 

Since the CCW concept has been around for nearly 40 years, there have been many 
advances, changes, and modifications to the basic concept to improve its overall performance. 
To attempt to acoustically test all the different configurations would be unreasonable, since many 
of the changes were made to improve the system. There is little reason to acoustically test a 
system that is technologically surpassed by a better version. Thus, the goal of the current study 
is to investigate two or three of the best performing CCW configurations. 

Based on previous aerodynamic work, the CCW with its flap deflected 90° was chosen as 
the beginning point for the study (a possible high-lift configuration for landing approach). This 
had the best overall high-lift aerodynamic performance of several configurations tested in 
previous studies. The flap was eventually adjusted to 30° deflection to prevent flap-edge vortex 
shedding noise that was present in the 90° case. 

Six slot heights were chosen for the optimization study ranging from 0.003" to 0.020" 
These dimensions were chosen because they were typical slot heights used in earlier 
aerodynamic studies. 6 A wide range of slot Mach numbers was evaluated, ranging from 0.3 to 
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1.2. The acoustically optimized CCW test configuration was compared with a conventional flap 
configuration. The conventional model had the same generic airfoil shape as the CCW, except 
near the trailing edge to accommodate the conventional flap. The flap chord was about 30% of 
the wing chord and deflected 40° to simulate a landing configuration. Data were acquired for 
each test configuration at freestream speeds of 100, 150, 200, and 250 ft/s (nominal) and at 
geometric angles of attack of 0°, 7°, and 14° 

The majority of the data presented in this section was acquired at a geometric angle of 
attack of 0° and at the highest freestream velocity of about 240 ft/s unless otherwise noted. 
Figure 7 shows acoustic spectra for several slot velocities with no freestream flow for the CCW 
with the 90° flap configuration. It shows a similar trend to the basic jet velocity scaling property 
developed for round jets. For the measured velocities, V 8 scaling of jet noise theory 16 predicts 
about a 19 dB increase between the two most extreme cases, which is similar to that measured 
(about 16 dB) above 2 kHz. Some noise due to scrubbing of the slot jet over the flap surface is 
likely to be present as well. 

It appears that the majority of the noise is associated with the jet noise from the slot and 
not due to internal model and facility noise associated with the blowing system above 2 kHz. 
However, below 2 kHz the scaling is not followed in the data. This is most likely due to internal 
noise that is generated from the flow into the wing on its way to the slot. This contaminates the 
signal making the noise higher for the lower slot velocities, but not affecting the higher velocities 
where the jet mixing noise is expected to be dominant. Thus, the difference between the data is 
less than predicted by the theory. This is supported by figure 8. 

Figure 8 shows the spectra out to a frequency of 60 kHz. These figures show two slot 
heights, and hence two slot areas, at the same slot velocity. However, inside the wing the areas 
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in the flow path remain the same. Since the mass flow into the wing must be the same as the 
mass flow out, the doubling of the exit area roughly causes a doubling of the mass flow at the 
exit, and hence a doubling of the mass flow inside the wing. However, since all the areas inside 
the wing are constant, the velocity must double inside the wing in order to double the mass flow. 
Thus, if noise is dominated by the internal noise it should follow a sixth power law of the 
internal velocity, as this noise is expected to be dipole like in nature. If so, the data should 
reflect an 18 dB increase. However if the noise is dominated by externally produced jet mixing 
noise, then it will change only to the extent that the exit area has changed. Based upon the 
available experience/theory on round jets 16 this will provide for the jet mixing noise intensity 
proportional to slot exit area. This translates into a 3 dB increase in noise after shifting the 
spectrum for h = 0.006" to the left over the spectrum for h = 0.012" by a factor of one octave to 
allow for the shift in the noise frequencies proportional to a characteristic length. This number is 
somewhat smaller than the observed difference in the SPL’s of the two spectra in figure 8. All of 
these arguments assume that we can apply the lessons learned from round jets to very high 
aspect-ratio jets. Yet, since the noise increase is of the order of 3 dB, it can be said that internal 
noise is not significant in this case. The fact that the observed difference in spectral SPL’s is 
more than the expected 3 dB could also be associated with the scrubbing noise of the CCW slot 
jet moving over the rounded edge. If so, it is genuinely produced outside and is not 
contaminated by any internal noise. Obviously, some clarification of the data is needed. To 
fully understand the jet noise characteristics of extremely high aspect-ratio jets without the 
internal noise concerns discussed here, we have fabricated a high aspect ratio nozzle (HARN). 
We reserve our full judgment until additional studies have been carried out on the HARN, which 
is being tested by the authors in an acoustically clean facility 
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We believe that, the data may be contaminated by noise generated internal to the wing 
below about 2 kHz. A muffler was built and installed in the supply line downstream of all valves 
to eliminate as much upstream noise as possible. However, due to the small thickness of the 
wing, inlets into the wing plenum are smaller than desired. This results in a relatively high 
velocity flow entering into the plenum with no space to absorb the noise generated. 

It is believed that these noise sources may be causing a majority of the noise below 2 kHz 

o 

where the noise is not following the typical V jet noise scaling. For the time being, this will be 
noted and data below 2 kHz will be disregarded as either somewhat corrupted by internal noise 
or not understood until HARN data becomes available. 

Figure 9 shows the noise spectra for several slot jet velocities at a constant freestream 
velocity and constant slot height of 0.003" There are several things to note. First, with no 
blowing there is a large-amplitude well-defined tone. It is also important to note that in general 
the very low frequency noise ( f ~< 4 kHz) is much greater compared to the data in figure 7. 
Some of this is from the tunnel noise itself ( below about 500 Hz) but most of it is flow noise 
associated with the freestream flow around the wing. The tone is believed to be due to the 
shedding of vortices off the bluff trailing edge of the deflected flap. Notice that blowing, even at 
low slot jet velocities, significantly reduces the magnitude of the tone. However in this case it is 
not completely eliminated, in fact it dominates the spectra at all blowing velocities. 

The tone mentioned above was unexpected. This presented a problem since the tone 
dominated the spectrum at all blowing conditions, thus any acoustic benefit derived from using 
the CCW over a conventional wing would be lost if the flap were deflected to 90°. Because of 
this, it was decided that reducing the flap deflection might produce a less dominant tone, but still 
provide enough lift with the right amount of blowing to equal that of a conventional wing. 
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Figure 10 shows two curves with the flap set to 30°. In this case notice that the tone is 
completely eliminated with a small amount of blowing. The computational study also produced 
the same result, and is presented in reference [3]. Not only is this advantageous for the current 
study, but this result could be used in other applications where similar shedding produces a 
distinct tone. 

Data for test conditions similar to those for the 90° deflection are shown in figure 11. 
Again, with no blowing the tone is present. However, with small amounts of blowing the tone is 
completely eliminated. Since this configuration showed more promise, the remaining parameters 
were optimized using the 30° flap configuration. Both slot height and slot jet velocity were 
examined. 

The effect of slot height was investigated next. Figure 12 shows data with similar 
freestream conditions but different slot heights. It is important to note that this figure compares 
different CCW configurations with the same lift. For the same Cp at different h, the slot velocity 
will be different since Cp is dependent on mass flow from the slot. Since the goal is to compare 
the same lift, it is best to look at the data where Cp is constant since the same Cp will give the 
same lift in most cases. There is some variation of lift with h for high Cp, but in the Cp range of 
interest here, h does not have an independent affect on the results. Thus, the data in figures 12 
shows that there is a lower noise from the larger slot heights for a given lifting condition. This 
makes sense since Cp is proportional to mass flow through the slot. By increasing the slot height 
but maintaining the same mass flow (and hence same Cp) the jet velocity of the slot is lower. At 
this point it appeared that the most appropriate conditions for comparing a CCW system to a 
conventional system had been found. Maximize the slot height so that jet velocity is minimized. 
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Unfortunately it was found that above a slot height of about 0.012" the noise began to 

increase (for constant C|l). Since this was contrary to the logical trend associated with what 

should be happening, some attention was given as to why this was happening. If one looks more 

closely at C|l it contains a mass flow term. Initial results indicated that reducing the slot velocity 

reduced the noise. In the equation this means that V s would decrease. If one defines the mass 

flow term based on the mass flow “in” rather than “out” the problem becomes evident. 

c rii s V s rh, n V s (PiAnVJVs 

“ qC qC qC 

Density will vary with the pressure in the plenum, (p = P/RT), but it varies proportionally to slot 
velocity (as V s decreases, P decreases, and hence p decreases). Area is constant in the plenum 
regardless of slot height. Thus, in order to offset the decrease in V s and p, Vi n must increase. 
When this occurs, the internal noise associated with internal velocities will also increase. Figure 
13 shows OASPL plotted versus h for constant C|i. If it is assumed that the highest slot velocity 
is dominated by external jet noise, the decrease in noise due to falling V s can also be plotted. In 

o 

the figure the highest V s occurs at the smallest h. The drop in OASPL should follow the V 
scaling law. However, in this case keep in mind that the slot velocity drops due to an increase in 
slot area. Thus the final estimated curve shows dropping OASPL due to slot velocity, but at a 

o 

lower rate than V because of an increase in slot area. 

Notice that the experimental data follows V 8 scaling for some time but eventually 
increases away from the estimated drop off. It is believed that this increase is due to the 
increasing dominance of internal noise as the slot velocity is reduced while the internal velocity 
is increased. 
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Although this finding was unfortunate it was not terribly detrimental to the study as long 
as one keeps in mind that proper design of the internal system will decrease the CCW noise 
further (in essence it should continue to drop along the estimated slot velocity curve in figure 13 
as the slot velocity is decreased). Thus, any benefit found will be enhanced with careful design of 
the internal system. 

Determining an ‘''equal lift” condition 

The next step was figuring out how to compare the two lift augmentation systems. 
Aerodynamic data from previous studies was used for this (specifically that in reference [6]). 
Aerodynamic data was available for both conventional wing configurations and the CCW in the 
form of lift curves (c, vs a curves). This was convenient since for a CCW, a given Cp will 
generally provide a Ac, over the entire angle of attack range (not including the extreme high jet 
velocities and large slots where the jet separates from the surface). Thus, once the lift for the 
unblown CCW was found, this could be compared to the c, for the conventional airfoil and the 
needed Ac, was be calculated by subtracting the two values. This Ac, was then used to determine 
the Cp needed to match lift provided by the conventional wing flap system. Essentially each 
Cp is analogous to a flap setting which shifts the baseline lift curve by a given amount. For the 
particular CCW configuration (CCW with flap at 30°), a Cp of about 0.04 produced about the 
same amount of lift as the conventional wings used in the experiments. 

CCW versus Conventional Wings 

Two conventional wing configurations were tested. One configuration with a 30° flap 
spanning the entire span of the wing, and one with a flap deflected 40° spanning the entire wing 
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except for a cut-out region in center span (figure 6 for a drawing figure 3 for a photo of it 
installed in the AFSF). These wings are the same basic airfoil shape as the CCW. The wings 
were tested at the same flow conditions as the CCW. 

Initially, the conventional wing with the 30° flap was tested. Figure 14 shows a 
comparison between the conventional wing with the 30° flap and the CCW configuration with 
lowest noise for the equivalent lift case. Since the h ~ 0.012" data was the minimum CCW noise 
condition, it is presented in the figure. In the range between 1 kHz and 10 kHz, the CCW has 
noise levels similar to those of the conventional system. Unfortunately, this was not the desired 
result, although it does provide assurance that using the CCW system does not increase the noise 
to the environment in its minimum noise configuration. 

However, many aircraft have a cut-out in flaps across the span. This difference 
contributes a fair share of noise to a conventional wing system since flap edge noise has been 
identified as a major contributor to airframe noise. Thus, this wing was missing a noise source 
that would most likely be greatly reduced in a CCW system. Since the CCW flap is much 
smaller, there is no need for a gap in the flap to avoid engine exhaust. Its small size would also 
in many cases reduce the need for gaps due to structural concerns. Thus the CCW system with a 
full span flap is not unreasonable. 

Acoustic tests were performed on the new configuration similar to the previous tests. 
Figure 15 shows the comparison of the wing with the cut-out flap with the CCW. As expected, 
the cut-out in the flap increased the noise on the conventional system significantly and shows a 
significant advantage to using a CCW system in the region below 10 kHz and some advantage up 
to 40 kHz. Beyond 40 kHz the two systems have similar noise levels. The data in this figure and 
following figures have different frequency ranges to emphasize the areas in the frequency 
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spectrum where there are differences between the two systems. Similar results can be seen at 
other freestream velocities and angles of attack, however, the magnitude of the difference varies 
some depending on the conditions. 

Up to this point, only data from a microphone at 0 = 90° has been shown. This is only 
part of the noise picture, the changes in directivity of the noise between the two systems must be 
compared as well. Data were acquired at 30°, 60°, and 90°. It should be noted that there are 
some differences depending on the angle. Note that the 60° and 90° positions do not actually 
have a line-of-sight path to the slot exit which is located on the top surface of the wing. It is also 
worth noting that the jet from the slot leaves the trailing edge of the wing at about 0 = 56°. Even 
with freestream velocity, the jet stays relatively close to that angle for some time beyond the 
trailing edge of the wing. 

Figure 16 compares the data for the two wing systems at 0 = 30° and 0 = 60°. At 30° the 
CCW system produces no real advantage over a conventional system. However there is still 
some noise reduction in favor of the CCW system at 60°, similar to the 90° data shown earlier. 
These results indicate that a CCW system certainly has potential for reducing airframe noise. 
The results also show some trends of high- aspect-ratio jets, however there is still much left to 
study and resolve before all the aspects of the circulation control wing noise issues are solved 
and helpful to the design of a practical low noise CCW system. 

In order to resolve some of the questions brought up by the CCW and to eliminate the 
possibility of internal noise contamination, a high aspect-ratio nozzle has been designed and 
fabricated. This nozzle is presently being tested by the authors in an anechoic facility and the 
intent is to produce a database of quality high aspect-ratio jet noise data that can be used to verify 
the speculations about internal noise in the experiments presented here. In addition this data will 
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be used to augment the present results by demonstrating the even greater benefits possible for a 


CCW high lift configuration in reducing airframe noise. 


Conclusions 


Due to the great interest in reducing aircraft noise, an innovative concept for eliminating 
a conventional flap system has been tested for its possible acoustic advantages. Previous studies 
have shown that the circulation control wing is an aerodynamically viable alternate for 
conventional mechanical flaps. This study shows that there is also a substantial advantage in the 
acoustic realm. The results presented showed a lower noise spectrum for a CCW system 
compared to a conventional system for the same lifting condition. It should be noted that even if 
the CCW produces noise comparable to that of a conventional wing it is an advantage. This is 
because a CCW is expected to be much lighter than a conventional wing. 

It was also noted that the internal noise of the CCW blowing system of the model 
inhibited finding the full possible advantage a CCW system can offer. It is believed that careful 
design of a CCW blowing system, including internal details, could further improve the results 
shown here. 

Tests are also ongoing on a very high aspect ratio nozzle to verify the characteristics and 
scaling of high aspect ratio rectangular nozzles similar to what is found in a CCW blowing slot. 
These results will provide a greater understanding of this type of jet. 
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TANGENTIAL BLOWING OVER ROUNDED TRAILING EDGE SURFACE 



Figure 1: Schematic circulation control wing concept. 




I 


Figure 2: Schematic of Anechoic Flight Simulation Facility (AFSF). 
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Figure 3: Photo of a conventional wing mounted in AFSF. 



Figure 4: CCW blowing system configuration. 
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Figure 7: CCW blowing system noise spectra with no freestream flow. 

V T = 0 ft/s, h = 0.006" 



Figure 8: SPL of CCW with different h and the same V s . 
0 = 90°, V s = 660 ft/s, V T = 0 ft/s. 
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Figure 10: CCW with 30° flap and freestream velocity, 
0 = 90°, V T = 220 ft/s, f = 0 - 5 kHz. 



Figure 1 1 : CCW with 30° flap and freestream velocity, 
0 = 90°, V T = 220 ft/s, f = 0 - 60 kHz. 
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Figure 14: CCW and conventional wing 2-d flap at similar lift condition. 

0 = 90°, V T = 220 ft/s 



Figure 15: CCW and conventional wing with cut-out at similar lift condition. 

0 = 90°, V T = 220 ft/s 
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